Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

Message Text 

UNCLASSIFIED 

PAGE 01 STATE 173647 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO SCS-06 L-03 /022 R 

DRAFTED BY EUR/CE: E N LAUDERDALE 
APPROVED BY EUR/CE: S M KT . TNG AM AN 
CA/SCS: R DRY (SUBS) 

080311 110512Z/23 

R 102215Z JUL78 
FM SECSTATE WASHDC 
TO AMCONSUL MUNICH 

UNCLAS STATE 173647 

E.O. 11652: N/A 

TAGS: CASC, GW (VALICENTI, ELIZABETH) 

SUBJECT: REPORTED CLOSURE OF RINGBERG KLINIK IN BAD 
WIESSE 

REF: LAUDERDALE-BRINSON TELCON OF JULY 10 

1 . DEPTOFF RECEIVED CALL JULY 10 FROM MRS. VALICENTI 
CONCERNING LETTER DATED JUNE 21 FROM CONSUL GENERAL 
BETTS, INFORMING HER THAT RINGBERG KLINIK UNDER 
DIRECTION OF DR. JOSEF ISSELS HAS BEEN CLOSED AS RESULT 
OF LAWSUIT. MRS. VALICENTI SAID SHE HAD ATTEMPTED TO 
TELEPHONE BAVARIAN MEDICAL ASSOCIATION AS SUGGESTED IN 
LETTER, BUT THERE WAS NOBODY AVAILABLE WHO SPOKE ENGLISH. 

SHE THEN TELEPHONED RINGBERG KLINIK DIRECTLY AND WAS TOLD 
THAT CLINIC IS STILL IN OPERATION AND THAT THERE IS NO 
LAWSUIT. SHE IS CONCERNED ABOUT CONFLICTING REPORT SINCE 
HER FAMILY IS SCHEDULED TO DEPART FOR GERMANY JULY 19. 

2. PLEASE INFORM DEPARTMENT OF STATUS RINGBERG KLINIK. 

VANCE 
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Errors: N/A 

Expiration: 

Film Number: D780282-1185 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
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